Unit 3: Address Cleanse Transforms 


Category 


Field Class (USA Regulatory Address Specifies the field class you want to assign to 
Cleanse) your output fields. 


Best: Outputs data based on various factors 
like whether an address was assigned or not, 
the Field AddrClass and any settings that you 
defined in the Standardization Options group 
in the Options tab. 


Note: When NCOALk is enabled and a valid 
move is available, Best fields contain the 
move-updated address data if it exists and if 
it matches in the U.S. National directories. Or 
the field contains the original address data if 
a move does not exist or if the move does not 
match in the U.S. National Directories. 


Correct Outputs the complete and correct 
value found in the directories, and is standar- 
dized according to any settings that you de- 
fined in the Standardization Options group in 
the Options tab. 


Parsed: Outputs the parsed value. 


Pre-LACS-nk: Retained address components 
that were replaced with LACS" address in- 


formation. 


Move_Updated Outputs the address compo- 
nents that have been updated with move-up- 
dated address data. 


Note: The transform looks for the move-up- 
dated address information in the U.S. Nation- 
al Directories. When the move-updated ad- 
dress is not found in the U.S. National Direc- 
tories, the software populates the Move Up- 
dated fields with information found in the 
Move Update Directories only. The Move Up- 
dated fields that are populated as a result of 
standardizing against the U.S. National Di- 
rectories will not be updated. Field Name 
Specifies a field name where the data is 
populated based on the options that you 
specify within this transform. 


Field Name Specifies a field name where the data is 
populated based on the options that you 
specify within this transform. 


Type Specifies the type of data the output field 
contains. For example, varchar, date, and 
time. 
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